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The. munitions factories in Manchuria listed below receive the following amcunts of 
electric power from either the Supung (124-56, 40-28) Hydro-Power Plant or from 
one of the plants in the Changjin River system of hydro-power plants approximately 
45 miles south of Changjin (Choshin) (127-10, 40-54), North Korea. 


Name_of Munitions Factory Number of Kilowatt Hours Received Daily 
25X1C Yenehi (129-31, 42-55) Munitions Factory : 25,000 


Note: According to Janis 7h, 
, page VITI-85, there are two power plants 
‘in Yenchi: 60 KW Ta Hsin (K 3% ) Elece 
tric Company and the Yenchi Electric 
Company's 300 KW thermal plant.) 


. Lungching filangchingtaun7 (129-25, 42-45) 
Munitions Factory 25,000 


Linchiang (126-54, 41-42) Munitions Fac- 
OBXAC tory and the Tunghua (125-57, 41-41) 
Munitions Factory 70 O00 
ote: This figure represents 
the total amount of power for both 
factories. ) 
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